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MEMORANDUM FOR: Deputy Direetor for Support 


Bob: 


You asked me to give you a note regarding the lighting 
problem in the auditorium, last year when we were 
the Septeuber Avarde Ceremony I discussed this with 
Me rold me thet there ie available on the market a quart 
Light which would fit in the six receptacles in the top of the 
awiitorium, probably pulling little more current than the lights 


Corgect, ly, T mentioned this to| LT om not sure however. 

STAT i. ® think = done because no individual ws charged 

Fweapensibility for insuring that we had proper lighting 
cttent on eeTeRHY and there were other demands on people's 


to s@b up what I oall "tinker toy" seaffolding, whien ones 
has to‘Re taken dom and ; hled to 


employing the 

wegestion aygten to find an ingenious solution to that problem. 

Iwill be back to you on that. 
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